RNI No.MAHBIL/ 2009/ 35526 


सत्यमेव जयते 


महाराष्ट्र शासन राजपत्र 


भाग चार - क 


वर्ष ६, अंक १४ ] 


[ पृष्ठे २ 
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प्राधिकृत प्रकाशन 
महाराष्ट्र शासनाव्यतिरिक्त इतर वैधानिक प्राधिका- यांनी तयार केलेले ( भाग एक , एक - अ व एक - ल यांमध्ये प्रसिद्ध केलेले वैधानिक 
नियम व आदेश यांव्यतिरिक्त इतर) वैधानिक नियम व आदेश ; यात भारत सरकार , उच्च न्यायालय, पोलीस आयुक्त , आयुक्त 
( राज्य उत्पादन शुल्क ), जिल्हादंडाधिकारी व निवडणूक आयोग, निवडणूक न्यायाधिकरण , निवडणूक निर्णय अधिकारी व 
निवडणूक आयोगाखालील इतर प्राधिकारी यांनी तयार केलेले वैधानिक नियम व आदेश यांचा समावेश होतो. 


INDIAN RAILWAYS 


RAILWAY ELECTRIFICATION 


Proforma 10-01 


PUBLIC NOTIFICATION 


Notice is hereby given to all users of Railway lines and premises situated on the completed 
section of the under noted section of the South Central Railway that the 25000 Volts, 50 HZ , A.C. 
Overhead Traction wires will be energized on or after the date specified against the section . On 
and from the same date the over Head traction line shall be treated as LIVE at all times and no 
unauthorized person shall approach or work in the proximity of the said Over head lines . 


Section 


Location from 


Location to 


Date 


Zone 


( 1 ) 


( 2 ) 


( 3 ) 


( 4 ) 


( 5 ) 


Vikarabad (Excl)-Parli 


Km. 1/15 


Km. 269/5 


South Central 


30th September 

2020 


Vaijnath ( Incl) section 


Ch : 1/568 


Ch : 269/ 107.85 


Railway 
Secunderabad 


for Chief Project Director , 
Railway Electrification , 

Secunderabad . 


( १ ) 
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INDIAN RAILWAYS 


RAILWAY ELECTRIFICATION 


INTRODUCTION OF AC 25KV TRACTION 


Proforma 10-02 


“ WARNING TO ROAD USERS " 


It is notified for information of the public that in connection with introduction of 25KV AC 
Electric Traction over the section Vikarabad (Excl)-Parli Vaijnath (Incl) section , section of South 
Central Railway , height gauges have been erected at all the level crossing with clear height 
between 4.76m and 4.78m above Road level with a view to prevent loads of excessive height 
from coming into contact or dangerous proximity to LIVE traction wire (Contact wire ), which 
shall be at a height of minimum of 5.5m above the rail level at level crossing . 


Public are hereby notified to observe the height specified above for the purpose of loading 
vehicles and to see that the loads carried in Road vehicles do not infringe the height gauges under 
any circumstances . 


The dangers of a load of excessive height are as follows : 


1. Danger to the height gauge and consequent obstruction to the road as well as the 
Railway line. 


2. Danger to the material or equipment carried or the vehicle itself. 


3. Danger of fire and risk of life due to contact with or dangerous proximity to the 
conductors. 


KALYAN SINGH 


No. RESC / EL /CRS /Gr . 269, 


dated the 17th June 2020 . 


Dy. CEE /RE /SC 
for Chief Project Director , 
Railway Electrification , 

Secunderabad . 
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